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Size 6000 


Up to 1,700 h.p. 
Max. diam. : 
14ft. Gin. 


Size 5000 
Up to 1,000 h.p. 
Max. diam. 18ft. 


Size 4000 


Three-blade. Up 
to 850 h.p. Max. 
‘ diam. 10ft. Qin. 
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